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Posting  a  public  notice 


A  notice  must  be  posted 
when  drinking  water 
has  not  been  tested  or 
corrective  action  has 
not  been  taken  by  the 
owner  of  a  waterworks 


Under  the  new  Drinking  Water  Protection 
Regulation,  the  owner  of  a  waterworks  must  ensure 
that  a  notice  is  posted  under  certain  conditions. 

Who  is  affected? 

Owners  of  all  waterworks  as  defined  in  the 
regulation. 

What  are  the  speciTic  requirements? 

A  notice  must  be  posted  when  the  owner  does 
not  comply  with  the  sampling  and  analysis 
requirements  for  a  microbiological  parameter,  or 
if  appropriate  corrective  action  specified  in  the 
regulation  has  not  been  taken. 

The  warning  notice  must  be  posted  in  a  prominent 
location  where  it  will  be  seen  by  users  of  water 
from  the  treatment  or  distribution  system. 

What  are  the  warning  notice 
specirications? 

The  sign  must  be  placed  in  a  prominent  location 
where  it  is  likely  to  come  to  the  attention  of 
users  of  the  water.  The  ministry  recommends  the 
wording  below.  Signs  are  available  from  the 
ministry's  Public  Information  Centre. 


PUBLIC  NOTICE: 

This  water  has  not  been  tested  for 

drinking  purposes 

PUBLIC  NOTICE: 
Do  not  drink  this  water 

The  waterworks  owner  may  want  to  consider 
adding  "Drinking  water  can  be  obtained  from., 
and  indicate  where. 

For  further  information  contact  your 
nearest  Ministry  of  the  Environment 
regional  office: 


Central  Region: 
Eastern  Region: 
Northern  Region: 
South  Western  Region: 
West  Central  Region: 


(416)  326-6700 
(613)  549-4000 
(807)  475-1205 
(519)  873-5000 
(905)  521-7640 
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Technical  Brief 


There  are  10  other  "technical  briefs"  that  discuss 
requirements  of  the  new  regulation   They  can  be 
found  on  the  ministry's  Web  site  at 
www  ene.gov. on. ca. 

Ontario  Drinking  Water  Standards  (ODWS) 
Engineers'  reports  for  waterworks 
New  sampling  requirements  for  waterworks 
Water  sampling  and  testing  for  microbiologi- 
cal parameters 

Licensing  of  staff  conducting  analytical  tests  at 
waterworks 

fVlinimum  treatment  requirements 
Laboratory  accreditation  requirements 
Adverse  drinking  water  quality — corrective 
actions 

Notification  requirements 
Waterworks'  quarterly  reports  for  consumers 


For  additional  copies  contact: 

Public  Information  Centre 
Ministry  of  the  Environment 
135  St.  Clair  Avenue  West 
Toronto  ON  M4V1P5 

Tel:  (416)  325-4000 

or  toll  free  at  1-800-565-4923 

Fax:  (416)  325-3159 
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